No.  14  St<  James  Episcopal  Church,  Arlington,  Vt.  ErectecJ 
in  1787  it  is  the  oldest  church  in  Vermont.  The  corner  stone 
of  the  present  edifice  was  laid  more  than  a  100  years  ago. 
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